DCEC Marine Engine Catalog 

Engine 

Introduction 

Qualification 

50HZ Marine propulsion engine 

6BT5.9-M120 

Weifu AD pump , RSV Mechanical governor. Rated Power: 90KW/2200RPM; Max Speed : 
100KW/2270RPM 

SO10479 

6BTA5.9-M150 

Weifu AD pump. RSV Mechanical governor. Rated Power: 110KW/2200RPM; Max Speed: 
120KW/2270RPM 

S010480 

6CTAg.3-M188 

Weifu AD pump. RSV Mechanical governor. Rated Power: 138KW/2200RPM;Max Speed: 
151KW/2270RPM 

S021226 

6CTA8.3-M205 

Weifu AD pump. RSV Mechanical governor. Rated Power: 151KW/2200RPM; Max Speed: 
166KW/2270RPM 

SO20747 

6CTA8.3-M220 

Weifu AD pump. RSV Mechanical governor. Rated Power: 163KW/2200RPM; Max Speed: 
166KW/2270RPM 

S021275 

6LTAA8,9-M315 

Bosch P7100 Pump. RSV Mechanical governor. Rated Power: 230KW/2134RPM: Max Speed: 
253KW/2200RPM 

SO30251 

50HZ Marine auxiliary engine 

4BTA3.9-GM47 

Weifu AD pump. Rated Power: 47KW, Rated Speed: ISOOrpm, 3# Flywheel housing. 
Turbocharger, intercooler 

SO11070 (Electric start type) 

SO11072 (Airstarttvpe) 

SO11071-4 { Electrics Air start) 

6BT5.9-GM83 

Electronic governor pump, RatedPower: : 83KW, Rated Speed: ISOOrpm, 3# Flywheel 
housing. Turbocharger. 

SO10938 (Electric start type) 

S010940 (Airstarttype) 

SO10939-3 (Electric & Air start) 

SO10939-4 (Electric & Spring start) 

6BTA5.9-GM100 

Beijing PB Pump, GAC Electronic governor . RatedPower: lOOKW, Rated Speed: ISOOrpm 

SO11104 (Electric start type) 

6BTA5.9-GM100 

Beijing PB Pump. GAC Electronic governor . RatedPower: lOOKW, Rated Speed: ISOOrpm 

S011105 (Airstarttype) 

6BTAA5.9-GM115 

RatedPower: 115KW, Rated Speed: ISOOrpm 

S011126 (Electric&Airstart) 

6BTAA5.9-GM115 

RatedPower: 115KW, Rated Speed: ISOOrpm 

S011126 (Electric & Spring start) 

6CT8.3-GM115 

Weifu A type Pump. RatedPower: IISKW,Rated Speed: ISOOrpm. Turbocharger. 

SO20722 (Electric start type) 

SO20782 (Airstarttype) 

SO20795-3 (Electrics Air start type) 

S020795-4 (Electric S Spring start) 

6CTA8.3-GM155 

P Pump, GAC Electronic governor. RatedPower: ISSKW. Rated Speed: ISOOrpm, 

Aftercooler, Intercooler. Turbocharger. 

S020730 (Electric start type) 

SO20864 (Electric start type) 

SO20783 (Airstarttype) 

SO20937 (Airstarttype) 

S020796-3 (Electrics Air start type) 

SO20796-4 (Electric S Spring start) 

SO20938-3 (Electric S Air start) 

S020938-4 (Electric S Spring start) 

6LTAA8,9-GM200 

P Pump, GAC Electronic governor. RatedPower: 200KW,Rated Speed: ISOOrpm 


S030196-l(Electric start) 

SO30196-2 (Airstarttype) 

S030197-3(Electric S Air start) 

SO30197-4(Electric S Spring) 

60HZ Marine Auxiliary engine 

4BTA3.9-GM65 

RatedPower: 6SKW, Rated Speed: ISOOrpm 

SO10969-1 (Electric start type) 

4BTA3.9-GM65 

RatedPower: 6SKW, Rated Speed: ISOOrpm 

SO10969-2 (Airstarttype) 

4BTA3.9-GM65 

RatedPower: 6SKW, Rated Speed: ISOOrpm 

S012314-4 (Electric S Spring) 

6BT5.9-GM100 

RatedPower: lOOKW, Rated Speed: ISOOrpm 

S010880 (Electric start type) 

6BT5.9-GM100 

RatedPower: lOOKW, Rated Speed: ISOOrpm 

SO10971 (Airstarttype) 

6BT5.9-GM100 

RatedPower: lOOKW, Rated Speed: ISOOrpm 

SO10972-3 (Electrics Air start type) 

6BT5.9-GM100 

RatedPower: lOOKW, Rated Speed: ISOOrpm 

SO10972-4 (Electric S Spring) 

6BTA5.9-GM120 

Beijing PB Pump, GAC Electronic governor , RatedPower: 120KW,Rated Speed: ISOOrpm 

S011106 (Electric start type) 

6BTA5.9-GM120 

Beijing PB Pump, GAC Electronic governor , RatedPower: 120KW,Rated Speed: ISOOrpm 

SO11120 (Airstarttype) 

6BTA5.9-GM120 

Beijing PB Pump, GAC Electronic governor , RatedPower: 120KW,Rated Speed: ISOOrpm 

S011149-3 (Electrics Air start type) 

6BTA5.9-GM120 

Beijing PB Pump, GAC Electronic governor. Rated Power: 120KW, Rated Speed: ISOOrpm 

S011149-4 (Electrics Spring) 

6CT8.3-GM129 

RatedPower: 129KW, Rated Speed: ISOOrpm 

SO20973-1 (Electric start type) 

6CT8.3-GM129 

RatedPower: 129KW, Rated Speed: ISOOrpm 

SO20973-2 (Airstarttype) 

6CT8.3-GM129 

RatedPower: 129KW, Rated Speed: ISOOrpm 

S021599-3 (Electrics Air start type) 

6CT8.3-GM129 

RatedPower: 129KW, Rated Speed: ISOOrpm 

S021599-4 (Electrics Spring) 

6CTA8.3-GM175 

RatedPower: 175KW, Rated Speed: ISOOrpm 

S021009-1 (Electric start type) 

6CTA8.3-GM175 

RatedPower: 175KW, Rated Speed: ISOOrpm 

S021009-2 (Airstarttype) 

6CTA8.3-GM175 

RatedPower: 175KW, Rated Speed: ISOOrpm 

S021159-3 (Electrics Air start type) 

6CTA8.3-GM175 

RatedPower: 175KW, Rated Speed: ISOOrpm 

S021159-4 (Electrics Spring) 








































































